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About us: 


CO2 Laser Eyelid Lift is a procedure for (Eye-Lid-Skin-Tightening) also 
knows as Madonna Lift, which uses very gentle fractional CO2 laser energy 
on the eyelids resulting in Eyelid Lift and Rejuvenation, with minimal tissue 
damage and short downtime. Corneal Shields are placed under the eyelid for 
protection from laser, and Numbing Cream is applied over the eyelid skin for 
45 minutes prior to procedure. We also perform CO2 Laser Under Eyes Bags 
and Dark Circles Rejuvenation and correction. 
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